To:  Cristiano,  Gina[Cristiano. Gina@epa.gov] 

From:  Fiedler,  Kerri 

Sent:  Wed  8/12/2015  3:14:29  PM 

Subject:  RE:  Gold  King  Mine  Incident  Update 


Thank  you! 


Kerri  Fiedler 
EPA  Region  8 

Superfund  Remedial  Unit  B,  (8EPR-SR) 
1595  Wynkoop  St. 

Denver,  CO  80202 
Phone:  (303)312-6493 
Mobile:  (303)  656-5190 
Fax:  (303)312-7151 
fiedler.keni@epa.gov 


From:  Cristiano,  Gina 

Sent:  Wednesday,  August  12,  2015  9:14  AM 
To:  Fiedler,  Kerri 

Subject:  Re:  Gold  King  Mine  Incident  Update 


Yes 

Sent  from  my  iPhone 

On  Aug  12,  2015,  at  9:12  AM,  Fiedler,  Kerri  <Fiedler.Kem@epa. gov>  wrote: 
Thanks  Gina,  is  this  releasable? 
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Kerri  Fiedler 
EPA  Region  8 

Superfund  Remedial  Unit  B,  (8EPR-SR) 
1595  Wynkoop  St. 

Denver,  CO  80202 
Phone:  (303)  312-6493 
Mobile:  (303)  656-5190 
Fax:(303)312-7151 
fiedler.kerri@epa.gov 


From:  Cristiano,  Gina 

Sent:  Monday,  August  10,  2015  7:54  PM 

To:  R8  All  Employee 

Subject:  Gold  King  Mine  Incident  Update 


On  behalf  of  Shaun  and  Deb,  I am  sending  out  the  8/10  Gold  King  Mine  incident  update 
(attached),  for  your  information.  Please  direct  any  questions  you  have  to  the  EOC  or  your 
ARA,  who  can  help  direct  you  to  the  right  person/department  for  answers. 


Regards,  Gina 


Gina  Cristiano 

Emergency  Response  & Planning  Coordinator 


1788826 


ED  000552D  00001798-00002 


EPA  Region  8 
303-312-6688 


1788826 


ED  000552D  00001798-00003 


